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means  of weighted  levers, free the rollers  from  adhering
pieces.

The drop presses Figs. 7 and 8 consist of a Hydraulic press
with cylinders A and piston B; the troughs E are movable by
, means of rings between two vertical columns and every trough
has, a circular gutter d for the reception of the expressed oil.
The iron pots G have double walls, the inner of which has a
series of openings at its upper part; these pots are filled with
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the bruised material to be pressed and after this has been
covered with a plate of horse-hair tissue are set in the press.

As the piston rises, the troughs E sink into the pots, the
escapiag oil collects in the gutters d and thence passes into a
receptacle. After pressing, the piston is allowed to sink back,
the pots G are drawn /aside (Fig. 8) to tabular surfaces, and
other pots are substituted for the exhausted ones. These
drop presses are suitable for the extraction of all fixed oils
and also volatile oils present in orange and lemon peel, etc.

